TOWER BRIDGE 

The one million dollar lift bridge spans the 
Sacramento River at the western approach to 
the city, U. S. Highway 40. The lift span is 
200 feet long, and has a 100 foot clearance at 
flood stage and is one of the highest in the 
world of its type. 
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